Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 8/15/2011 12:16:59 PM 

To: 'Lobik Stephen' [slobik@facil.urnass.edu] 

Subject: RE: Door Problem 

Thanks, 

Jim 


From: Lobik Stephen [mailto:slobik@facii.umass.edu] 

Sent: Monday, August 15, 2011 8:14 AM 
To: 'rjarosz@ingledc.com' 

Cc: Pocsik Mark; Hanchett, James (DPH) 

Subject: FW: Door Problem 

Roger, 

Can you please send someone to take a look at this door. Maybe Sanding or planning would help. 

Thanks, 

Stephen 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


From: Hanchett, James (DPH) [mailto:james.hanchett@state.ma.us] 

Sent: Monday, August 15, 2011 7:16 AM 
To: Lobik Stephen 
Subject: Door Problem 

Hi Steve, 

The door between N251a and N247 is stuck again. Door has swollen; paint has been removed across door jam. 
Could you send someone to fix it? 

Thanks, 

Jim 
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Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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